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3.78 (<!) REPEAT 

OUTDOOR ROUSING FACILITIES. 

** The rhesus and bonnet macaque facility dees not have a perimeter fence thal is & leet tall arouixl the primary 
enclosure. The currant perimeter lengp maasuras pn the inside 1 q be 09 inches tsil. The lenc^ was purchased as a 5 
loot fanca bul It did not measure le be 72 Inches tall. Also other feciors such as ground erosion and bulld-up 0 '^& 
time have mcdilied and comciromised the height of Ihe Fer>ce. All outdoor non-human primate enclosures must be 
anclDsart and maintained by a 6 loot high parimelBr fence. The Fence must be ccnainur^ted in a manner so that il 
restricts unauthorized humans, and animals the size of dogs, skunits, and raccoons From going through rt or under it 
and having contact with the ron-humar primates. Corrected by the e)<il interview. 


3.125 (a) REPEAT 

FACILITIES, GENERAL 

** The opening oF a sheller within the primary enclosure containing 7 Patagonian cavies endosures was chewed, 
ragged and eiippsing a nail. Failure IP mainCain hcusing facirrt'ias in a sCructurally spund manner can cause injury tc 
the animals. All structures must bo maintained ar>d kept strudurally sound. The atfoctad structures must bo repaired 
andi'or replaced Corrected by the exit interview. 

’* The primary endosure housing 7 Patagonian cavnes had a hole thal weni beneath the lence. The mouth ol the 
hole was about 1(5- IS inches wide and about 4-6 inches tall. The hole poses a risk of escape lo Ihe animals, A 
system should bs in place and mainlairMd lo ensure all animal lacjlities are structurally seund and in godd rsftair td 
contain the animals, Conrecled by Ihe exit interview. 

The chain link lence For Ihe primary enclosure conlaimng a tiger named Magoo and another primary enclosure 
containing a liger named Special had treesreane lhal were grooving along Ihe Fencing and beyond the kick-ins These 
two tigers are ygunger and Qpuld use Ihe base pF the trees IP climb up end out oF the enctasures. The lenqing and 
tree cover around the lencing musi be maintained to eFFeclIvely contain the animals In Iheir pnmary enclosures. The 
affecled structures must be repaired andi'or replaced. Alli housing Facilities should be maintained and kept structurally 
sound to protect and contain the animsis. 

“ The guillotine door on the den lor 4 bears had £ pieces oF melal protruding into lF>e opening of the- 
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shelter, The metal pieces could potentially cause injury io the animals. AH structures must be maintained and kepi 
siruclu rally ^und. TTia ahected struciuras muai he repaired and'dr replaced. 

In the den lor 4 bears there was a leeding tube that ejfteocted inio the clen direclly above a tood receptacle, The 
teadirig tube was bfoka so that Ihe end diracJly above the Idod reaaptaole was jagged and could po^e a risk ct injury 
to tba animals, The Indoor and ouldoor housing facilities shall be maIntainiKl In gcod repair to protect Ihe animals 
from iniury- Corrected by the exil interview. 

** The den roofs for the tigers, Magoo and Special, were made tjf plywood that was wrinkled on top and Ihe layers of 
the plywood were separating. The tops ot the plywood had a Wack powdery look. The plywood on both dens rouW 
be pulled up about Inch. Tha floor of lha dan tor the laopard, Mamib. had plywood wilfi a tuach powdaty look and 
the layers were separating. The Hoor wouldi move a little when pressed against. The weakness of the plywcod for 
the roofs and floor could brealr from pressure against it or weight on it posing the risk ol injury or escape. The housing 
lacllitics must ba repajiad ar^ror replaced and should be mainlamed and Kept structurally sound to protaci and 
contain the animate, 

’* The primary enclosure fence for the tiger, Tigger, had a loose wire that was hanging into the pen. The loose wiie 
oouW pose Ibe risk ol entangtement and injury. The housing facilities shoultJ be maintHined and kept structurally 
sound to protect the anirttals from injury. 

*' There was a dead tree limb that bad fallen and esderided from the public pathway acnoss Ibe perimeter lence and 
on top of Ihe enclosure containing the leopard. Namib. Lett unaddreeeed Ihe tree limb could pose a risk of Injury or 
escape. The affected structures must be repaired and kept slnjcturaJly sound to protect and contain the animate. 
CorrEded by the okH linterview. 


3.125 (c) 

FACILITIES. GENERAL 

** In Ihe walkway of the barn as you enter the park there were boxes of donated produce silting on the ground. The 
prachjce was silting there tor at least an hour before we spotted it. The President stated that he did not have the 
moans lo ralrigeralP It sc ho would be distributing It to tho ammals that day. We continued the mspocllon In which the 
prodKJce stayed outskJe on the ground during this time. The President handed the inspection over to Ibe Director 
about an hour to two bours lataf. By Ibis time we witnessed ibe produoe being outside tor at leasi three hours. The 
produce was never refrigerated during Ihe three hours it was sitting outside. The only refrigerating system that the 
facility had was broken and leaking tluid from the contents within- Relrigeration shall be provided for supplies ol 
perishable foods to prevent Illness of the animals. Conrad by Saptamber 201 S. 

“ In the preparation room there was e chest freezer that was being used to refrigerate chicken. The first ds.y of the 
inspaction lhara was liquid that had laakad ante the floor that was attracting flies and had a foul odor. Tha ser^nd day 
of inspection at about 3'flO pm Ihe chicken was sim in the chest freezer. It appeared as if Ihey tried la dean up the 
puddle of liquid buf at olosar look ravealod ihai there was more liquid leaking put with while larvae "maggots" al the 
basa of the fraozer. Tha lemparatura Inside the freezer obtained wlih Ihe Raygun was degrees F. The Ireeier is 
net properly refrigefaling |he contents within and it is alstj lealKing. The freezer te in rfer^air and needs to be 
rEplSpOsd andirpr repaired ip 
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prevent £(>oilage oi the food content conlained within and illness ol the animals ingesting it. Corned by September £6. 
2015 


3-125 (d) 

FACILfTIES.OEhlERAL 

** There was dry, darH, and dirty meat outside the leopard JacH s enclosure and on the platform inside the bobcat s 
encipisnre. The lacilily statErd that the pate are led thawed ptidken every ether day. The r^Jay rtf the inrsp^lgn was a 
loading day and they tiad not been led yet. TIuroForo the Food waste had beert out and not picked up for at least Iwo 
days. The presence of iood waste can lead to vermin infestation, odors and disease hazards. Waste should be 
disposed oF Id prevent eny ol Iheea infestslida Dr hazards by complying with applicable Federal, State and iDcal laws 
and regulatons rsialing to pQilutiort control or the protection oF the environment. Corrected by the enit interview. 

3.129 (a) 

FEEDIKa 

** There was donated produce that had been sittirg outside lor at least 3 hours durirg the inspection The faciirty 
ccuUn t relrigerate the prodyce bEcause their only means to tia so was broken. In [ho botes qF pnodyge silling pulside 
was a box of moldy strawberries and Iood was warm to the touch. During the end o1 the ilnspectiori the Pfesidern was 
seen Feeding the produce to the anirirate lhat had r»ot been properly refrigerated, The pnoduce should be retrrgerated 
and rkbt leli cuteida For that length ol time Id prcvenl spoilage and bacteria growth. This potentially cauld cause illness 
and disease lo ll^ anitnals when Irrgested. Corred t>y September ^5, £01 £. 


** In Ihe preparation room there was a chest Freezer that contained chicken. On the first day of the inspection the 
chicken was thawed arid leaking out of the bottom of the tree^er. There was also a Foul odor and Flies swarming. Ttie 
lacility said lhat ihey would be leeding the chicken to the animals only lhat day but wdukl threw the rest out by the 
end of the day. On the second day of the inspection the odor was worst and the contenits of the chest freezer was still 
leaking with white larvae meggets in i[. The retrigeretian eyetems. temperatore measured at ^ degrees F with the 
Raygun. The taclhly had not disposed o1 Ihc chrcken by 3:00 pm on the socond day. The Fluids leaking from the 
contenits within implies that it is not a closed system arid has potential for contamination. Also the food had not been 
properly ralrigeraled which dompromtees the quality and caused spoilage. The odor wa^ a efrong indioaiDr that 
spollaige had begun. The tcod shall wholesome, palatable, and free from contamination to prevent illness and to 
maintain all animaig in good heaHh. Correct by Septemtier 2015 


3.131 (c) REPEAT 

SAMITATIOM, 

** On the first day ol the inspection the Food pneparatwn area had a tool odor with flies swarming around at the 
bi?ftDm oi a che$l Freezer. There wag a pudriile of lH;)ui[;l leaking wc ol fhe treezer trqm the oontonte within. The 
President poured bleach in the liquid but didn' t dean It up. On the second day we returned 
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they had cleaned the liquid up Inom the first day but there still appeared tc be an active leak frem the (reezer. There 
ware Flie^ swarming and lin (ha liquid there was B.n abundance qf while larvae ma^dH and a vary tqui drkir alill 
present. Tha preparation room noeds lo bo keprf olaan to mlnintizo odors, posts and to prolscl the health o4 the 
animals. Corrected by the eJdt inierview 

3-132 

EMPLOVEES. 

Based on new and repeal non^coaiptiarnt items cited during this inEpeetkm and previous inspactionB, as well as the 
lack [?f man power and atalf pn-tiarKl, it dpae ngl appear that [he licenaea has an adequate number pF emplpyaea to 
carry out an accoptabla lovol ol maintonancie for Ihis laclhty . Without adoquato porsonnel or lima to properly porlomi 
the required functions oF a licensee, Ihe facility can lall into further disrepair, waste and debris can accumulate, and 
the safety cil the public and the abiliiy ba properly contain the animals is compremiaed. The licanaae must Itave 
adequate labor to- provide adequate maintenance and overall up keep lor the animals arxt their lacilllles. Correct by 
Odober 7, £tl1 5 


The inspection was conducted wilh the President, Zoo Director and Dr, Bart Sutherland, VMO The exit interview was 
ppnductdd with [ha Zap Diragtar and Dr. Barf SulF>arlsrd, VMQ. 


Prepared By: 
Title; 

Received By: 
Title; 


ANNETTE CHAPMAN, D.Y.M. 


ANMETTE CHAPMAM, D.V M U&DA, APHIS, Animal Care 
VETERINARY MEDICAL OFFICER Inspector 604S 


(b)(e), (b)(7)(c) 


Papa AJit A 


Date; 

Se[>-£4-£0l& 


Date; 

Se[>-S4-S0l& 


Insp e Ction Rep olT EKplaliatioli: http : / /vnirw. iphis .its da. gov/ SLliimsLvrelf al-e / dovmlo ads /IR_E>5)lali3ttioli.p df 






